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UNCLAS IAEA VIENNA 1925 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH, ENRG 

SUBJECT: IAEA AD HOC ADVISORY COMMITTEE ON NUCLEAR 
POWER PLANT SAFETY AND RELIABILITY 

AEC ALSO PASS COMMISSIONER DOUB 

REF: IAEA VIENNA 1832 

RE DESIGNATION U.S. EXPERT TO ATTEND MEETING OF SUBJECT 
COMMITTEE NEXT MONTH, MISSION RECOMMENDS THAT U.S. 
NOMINATE HIGH-LEVEL AEC/REG OFFICIAL, FOR REASONS SET 
FORTH PARA 8 REFTEL, AND ALSO NOMINATE HERBERT J. KOUTS, 
AEC DIVISION OF REACTOR SAFETY RESEARCH, TO PARTICIPATE 
AS ADVISER. FYI. DG EKLUND AND DDG CHERNILIN BOTH 
EXPRESSED INTEREST IN HAVING KOUTS ATTEND. KOUTS, WHO 
HAS HAD CONNECTIONS WITH AGENCY IN ONE WAY OR ANOTHER 
FOR PAST TEN YEARS OR SO, IS WELL KNOWN TO BOTH AND VERY 
HIGHLY REGARDED. END FYI. MISSION BELIEVES THIS WOULD 
BE EXCELLENT COMBINATION AND SERVE TO DEMONSTRATE 
STRONG U.S. INTEREST IN AGENCY INCREASED ACTIVITIES 
RELATING TO RACTOR SAFETY. PORTER 
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